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PUBLIC WORKS 


IRRIGATION DEPARTMENT 

The 3rd January, 1992 
No. 378-81/5EG / 1852 /79/ Part -III. - The following events changes are hereby notified for general 
information that : 

1. The name of Ujina Diversion Drain Circle No. I, Faridabad renamed as, Drg. Circle , 

Faridabad with effect from 1st April, 1991 . 
2. The name of Gaunci Division , G. C. Faridabad renamed as Gauchi Drainage Division , 

Faridabad with effect from 1st April, 1991 . 
3. The name of Palwal Division , U.D.D. Faridabad renamed as Drainage Division , Palwal, with 

effect from 1st April, 1991 . 
4. The name of Mech . Division , U.D.D. Faridabad renamed as Mech , Drainage Division , 

Faridabad with effect from 1st April, 1991 . 


No. 586-87 / 5EG /1852 /79 /Part- III. - Tà ; following events changes are hereby notified for general 
information that : 

1. Palwal Division , Ujina Diversion Drain , Faridabad was closed on 1st April, 1991 (F.N.) at 

Faridabad and re-opened as Drainage Divn . at Palwal on 1st April, 1991 (forenoon ). 
2 . alwal Drg. Sub -Division , Palwal was closed on 1st April , 1991 (forenoon ) and temporarily 
attached with W.J.C. (West) Circle , Rohtak shifted to Rohtak . 

M. M. LAL GARG , 

Chief Engineer /Drg., 
Irrigation Department, Haryana , 
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